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Summary of Quality Information 



o 


[This organization’s performance is 
above the target range/value. 


O 


[This organization’s performance is 
similar to the target range/value. 


e 


[This organization’s performance is 
pelow the target range/value. 


g his Measure is not applicable for this 
rganization. 

lot displayed 



K e Measure or Measure Set was not 
)orted. 

he Measure Set does not have an 
loverall result. 

he number of patients is not enough 
|tor comparison purposes. 

he measure meets the Privacy 
Disclosure Threshold rule. 

he organization scored above 90% but 
was below most other organizations. 

he Measure results are not statistically 
Ivalid. 

he Measure results are based on a 
Isample of patients. 

Ixhe number of months with Measure 
|data is below the reporting requirement. 

he measure results are temporarily 

1 suppressed pending resubmission of 
updated data. 

Test Measure: a measure being 
evaluated for reliability of the 
individual data elements or awaiting 
'National Quality Forum Endorsement. 

There were no eligible patients that met 
he denominator criteria. 


4ccreditation Programs Accreditation Decision Effective Last Full Survey Last On-Site 

Date Date Survey Date 

0 Hospital Accredited 3/8/2017 1/20/2017 3/8/2017 


Accreditation programs recognized by the Centers for Medicare and Medicaid Services (CMS) 

Psychiatric Hospital 


Hospital 


Compared to other Joint Commission Accredited 
Organizations 


Nationwide Statewide 


2017National Patient Safety Goals 


0 


O* 


National Quality Improvement Goals: 


Reporting 

Period: 

Oct 2015- 
Sep 2016 


Hospital-Based Inpatient Psychiatric Services 
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The Joint Commission only reports measures endorsed by the National Quality Forum. 


For further information 
and explanation of the 
Quality Report contents, 
refer to the ’’Quality 
Report User Guide.” 
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